Subject: Re: Little Tokyo street lights 

From: Joanne Kumamoto 

Date: 6/3/18, 8:22 PM 

To: "Masao Mike Okamoto, AIA" <m.okamoto&wmoainc.net> 
CC: Ellen Endo <ellenendogyahoo.com> 


The lights on First St were rewired and replaced with LED lights. The lights on Second and Third have not been 
replaced or rewired. You might check with Yukio or James. I think the Tiger grant had money to replace some 
lights to LED. I'm not sure how many or when they are scheduled for replacement. Ted Tanaka had asked about the 
First Street lights. 

Sent from my iPhone 6s Plus 


On Jun 2, 2018, at 10:59 PM, Masao Mike Okamoto, AIA <m.okamoto(wmoainc.net> wrote: 


They don't look like LED lights! 


Mike Okamoto 


Masao "Mike" Okamoto, AIA, LEED APO 
ARCHITECT 
M. Okamoto & Associates, Inc. (MOA, Inc.) 


25 S. Raymond Ave., Suite 300 
Alhambra, CA. 91801 


Phone 626 943-8800 
Cell (626) 201-6047 
http://www.moainc.net 
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THINK GREEN 
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DISCLAIMER: The information contained in this message may be legally privileged and confidential. It is intended to be read only by the individual or entity to whom it 
is addressed or by their designee. If the reader of this message is not the intended recipient, you are on notice that any distribution,copying, saving of this message, in 
any form, is strictly prohibited. If you have received this message in error, please immediately delete or destroy any copy of this message. This communication is 

for information purposes only and should not be regarded as an offer to sell or as a solicitation of an offer to buy any product, an official confirmation of any transaction, 
or as an official statement. Email transmission cannot be guaranteed to be secure or error-free. Therefore, we do not represent that this information is complete or 
accurate and it should not be relied upon as such. 


On Sat, Jun 2, 2018 at 11:18 AM, Ellen Endo <ellenendo&wyahoo.com> wrote: 
Mike, 


I asked our safety patrol officers to take an inventory of the number of lights that are out in Little Tokyo. A total of 35 were 
observed and documented with photos and a description of where the broken lights are located. 


Joella in Councilman Huizar's office has requested this information from all the BIDs in an effort to try and force the Bureau of 
Street Lighting to take action. 


You can tell by the photos that there are three different types of lights, so the type of light doesn't seem to make a difference. 


Ellen 
(818) 512-8791 


